DCRP 


Rev.02: 06 Jan, 2015 


DCRP 


DISTRIBUTION CODE REVIEW PANEL 


PEA Application Requirements 
Application Requirements: 



Protection Engineer 

Testing & Commissioning Engineer 

Minimum Qualification 

Bachelor Degree 

Diploma 

Years of Experience 

Minimum of 5 years in protection 

Minimum 7 years in relay testing & 
commissioning 

Experience certificates 

Required 

Passport Copy 

Required 

Resident Card Copy 

Required 

Visa Copy 

Required 

Resume 

Required 

HSE requirement 

HSE induction, Risk Assessment, First Aid & Electrical Safety Rules 

Contact person Details 

E-mail address and phone number 

Application Fee 

250 OMR 

250 OMR 






















